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Dear Editor, 

August Bier's first report of spinal anesthesia in August 
1898 impressively described the development of a poste 
dural puncture headache (PDPH) (l). When asked for 
complications of spinal anesthesia today, patients often 
respond with PDPH. PDPH is defined as a constant heado 
ache that worsens in the sitting or upright position folg 
lowing lumbar puncture (LP). Its incidence after spinal 
anesthesia in obstetric anesthesia is 1% to 6% (2) and 30% 
to 50% after a diagnostic LP (3) and can reach 80% after 
inadvertent LP during epidural obstetric anesthesia (4). 
Many theories exist regarding the pathophysiology of 
PDPH, but it appears to be related to the loss of cerebrop 
spinal fluid into the epidural space with a decrease in 
cerebrospinal fluid pressure and downward movement 
of the brain and traction on the dura (5). Spontaneous 
recovery within 5 days occurs in most cases, but PDPH 
can last up to many months, like the case report of Barl 
bosa et al demonstrated (6). During this time, patients 
suff^er and rehabilitation is restricted. Pharmacological 
therapy is seldom a complete success (5), but an epidural 
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blood patch can resolve the issue in many cases (7). 

Due to the frequency of occurrence and the resulting 
physical limitations of patients, every effort should be 
made to learn about the risk factors of PDPH and how 
to avoid it. Nonmodifiable risk factors include gender, 
age, pregnancy, previous history of PDPH or chronic 
headache, and low body mass index (BMI). However, 
of modifiable risk factors, such as needle shape, bevel 
orientation, number of LP attempts, and prelumbar 
puncture positioning (8, 9), the most relevant appears 
to be needle size the smaller the size, the lower the 
PDPH incidence. 

Nevertheless, the approach may be considerable. Me- 
dian, paramedian, and Taylor's approaches have been 
advocated as the primary method in diff^erent settings, 
whereas the median approach may be easier for trainees, 
because the primary orientation seems straightforward. 
If cerebrospinal fluid cannot be detected, many choose 
the paramedian approach as a second strategy. With rea 
gard to the angled paramedian approach as the primary 
method, Mossafa et al show that there is no diff^erence 
in the incidence of PDPH compared with the median ape 
proach. In their study, the number of attempts to puncb 
ture is restricted to only one. This may not reflect clinical 
reality but may be part of the reason for these interesting 
results, demonstrating this kind of approach is not a risk 
factor for PDPH. 
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